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XLL ExtraSi of a Letter fromMr.^^'^zi^ 
Gulfton, at Chittigong, to Major John 
GarnaCj at Calcutta. 

Dear Sir, 
Read No^. 1 7, t |""'"1 H E reafon principally of this ad- 

'^^ JL ^^'^^^ ^^ to give you a particular ac- 

count o£ the Ihocks of a violent earthquake, v\rhich 
were felt here on the 2d inftant at 5 in the afternoon 
lafting the fpace of four minutes. The fadory, a 
brick building, is totally fpoiled, fo as not to be fafe- 
iy habitable ; for thereabouts, and in many other 
places, the earth opened, and the waters guihed out 
prodigiouily ; and in the chaife-road, elpecially to- 
wards the north quarter, there are great chafms two 
feet wide and upwards, h ftrange, that the morning 
after, riding that way, the horie ftarted and went 
round another way, not willing to go over them. 

At the time of the firft lliake, great explofions 
were heard like the noife of cannons, of which Mr. 
Plaifled and others counted 15. 

All the tanks overflowed their banks, fiih were caft 
up, and the river rufhed upon the fhore like the furf 
of the fea. It was the moil: extraordinary event I 
was ever wknefs to : by the enclofed paper yoa will 
difcern how many alarms we had, however nothing 
equal to the firft, in which the whole force of the 
earthquake feems to be exerted. At prefent, the af- 
ternoon of the 4th of April, all our heads feem to be 
quiet and ftill, and confequently the earth at reft ; but 

really 
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really yefterday, from the repeated tremours of the 
ground, every one appeared giddy and alarmed, fan- 
cying the earth to be in perpetual vibration, which 
however an experiment of a glafs of water upon the 
floor by no means admitted of. I would not that 
fuch a fliock as the firft fhould happen at Calcutta for 
all I am worth, iince of neceffity the terrafled houfes 
muft fall to ruin, and I pleafe myfelf with the thoughts, 
that we have had the worft of it. 

Chittigottg, April 4, 1762. I am, &c; 

Copy of the Paper mentioned in the foregoing letter. 

Chittigong, April 2, 1762. 

»» ' C P. M. a fevere fhock of an earth- 
^ S o ^ quake lafted 4 minutes. 
I 1 2 a fecond lafted one minute, 
r -20 a third. 
7 oafourth. 
10 o a fifth. 
I o in the morning of the 3d, a fixth. 
z o a fcventh. 
3 can eighth, 
c o a ninth. 
10 25 a tenth. 
10 30 an eleven tij. 
Between 6 and 7 in the evening I felt a tvyelfth 
fhock ; alfo others upon Marriet's hill, at a diftance 
from mount Pleafant, vi'hich every one thought in 
continual motion. 
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